ご注意/ Notice 


GT-F550 をお使いの方へ 


3已 mm フィルムをお使いの場合、フィルムの両端（搬送部分）に搬送痕が付<場合があリます。 

また、じ(下のようなフィルムはご使用になれません。フィルムへの傷、フィルム詰まり、オートフィルム□一 
ダの故障などの原因となります。 


•短すぎる （74mm じ(下）フィルム、長すぎる 
(232mm Jii 上）フイルム 

• フィルムを送るための穴（パーフォレーシヨン） 
が破損しているフィルム 
• 短辺の反りが 3mm よりも大きいもの 
• 6 コマフィルムの場合、長辺の反りがひとをき 
よりも大きいもの（フィルムの直径が 80mm 未 
満のもの） 


• シールなどが貼ってあるフィルム 

シールの部分をフィルムの長辺にがして垂直に切 
れば使用することができます。 

• 析り目や破れのあるフィルム 
• 表面が乾いていないフィルム 
• 劣化したフィルム 


Note for Perfection 2580 Photo Users: 

When scanning 3 日- mm film strips, the edges of the film may get scraped. 

Make sure NOT to load 3 日- mm film strips with the following conditions. Otherwise, the film may jam or be 
damaged, and the Auto Film Loader may be damaged as well. 

□ Film with a length of 74 mm (2.9 inches) or less, or □Film with a strong lengthwise curl，such as a 6-frame 

film with a length of 232 mm (9.1 inches) or greater ； film strip that curls into a circle with a diameter less 

□ Film with damaged perforations ； than 80 mm (3.2 inches )； 

□ Film with a widthwise curl that exceeds 3 mm (0.12 □Film with a sticker attached ： 

inch) at the edges; If you want to scan the film, carefully cut off the 

part with the sticker perpendicularly to the length 
of the film. 
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